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Within the shadow of the Trylon and Perisphere. graceful 
plumes of water dance over the facade of the Consolidated 
Edison Company Building in an ever-changing water ballet. 

This is but one of many of the unusual ways in which de¬ 
signers have incorporated water as architectural elements in 
buildings at the World's Fair of 1940 in New York. 








Fountain Display at Consolidated Edison Company Building, New York World's Fair 
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